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22 April 1982 


1111 West Loop South 
Houston. Texas 77027 
Tel 713 621 -9600 Telex 762234 


Building/Planning Staff, Office of Logistics, Room 

4E50, Central Intelligence Agency, Washington, D.C. 20505 


Re: CIA Headquarters Facilities 
Langley, Virginia 


cc: S. Jay Neyland, Ralph H. Aiken, Nick Kolesnikoff 


PAUL, on behalf of the CRS/Sirrine Joint Venture, I would like to 
take this opportunity to say that it was a privilege to have you 
visit our offices last week. Now that we have met you and learned 
more about your needs, we are even more enthusiastic about working on 
this exciting and unique project. 

I have enclosed two additional copies of the CRS publications that 
you requested through Nick Kolesnikoff. We greatly appreciate the 
well organized selection process you directed, and were impressed by 
the thorough and professional manner with which it was conducted. 

We look forward to working with you on this most interesting 
project. If you require any additional information, please do not 
hesitate to contact either me or Jay Neyland personally. 


Warm regards. 




Paul A. Kennon, FAIA OL 2 2 H9 

Executive Board 
CRS/Sirrine Joint Venture 


STAT 


Enclosures 
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Central Intelligence Agency 
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CRS 

Caudill Rowlett Scott 
Architects Planners Engineers 
1111 West Loop South 
Houston, Texas 77027 
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